& Not Peer Reviewed 


bio- protocol Preprint @ Ask a question online 


Microdevice fabrication 


ts] Jose M. Ayuso us] Melissa C. Skala 6 David J Beebe 


Updated date: Jun 14, 2021 


ial An abbreviated version of this protocol was published in Science Advances in Feb 2021 
Microfluidic tumor-on-a-chip model to evaluate the role of tumor environmental stress on NK cell exhaustion 


DOI: 10.1126/sciadv.abe2331 


Related files 


PDMS Fabrication Protocol.docx Y 


How to cite: (Readers should cite both the Bio-protocol preprint and the original research article where this protocol was used) 
1. Ayuso, J. , Skala, M. and Beebe, D. J.(2021). Microdevice fabrication. Bio-protocol Preprint. bio-protocol.org/prep1160. 


2. Ayuso, J. M., Rehman, S., Virumbrales-Munoz, M., McMinn, P. H., Geiger, P., Fitzgerald, C., Heaster, T., Skala, M. C. and Beebe, D. J.(2021). 
Microfluidic tumor-on-a-chip model to evaluate the role of tumor environmental stress on NK cell exhaustion . Science Advances 7(8). DOI: 
10.1126/sciadv.abe233 1 


Copyright: Content may be subjected to copyright. 


